To:  Renninger,  Steven[renninger.steven@epa.gov] 

From:  Enders,  Jhana 

Sent:  Fri  8/14/2015  5:08:34  PM 

Subject:  RE:  Oil  and  Well  Plugging 


Unfortunately  won’t  be  coming  - responding  to  Gold  King  Mine  Spill... 


Jhana  Enders 

Federal  On  Scene  Coordinator  (FOSC) 

214-665-2270  ork. 

214-739-9654 
enders.jhana@epa.gov 
1445  Ross  Avenue  (6SF-PE) 

Dallas,  Tx  75206 


From:  Renninger,  Steven 

Sent:  Wednesday,  July  29,  2015  6:53  PM 

To:  Enders,  Jhana 

Subject:  Re:  Oil  and  Well  Plugging 


Greg  is  the  best  when  it  comes  to  oil  response. 

Sent  from  my  iPhone 

On  Jul  29,  2015,  at  7:51  PM,  Enders,  Jhana  <Enders.Jhana@epa.gov>  wrote: 
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I don’t  know  if  I remember  Greg  Powell. ..is  he  good?  This  oil  class  is  a bit  more  basic  than 
I was  expecting  but  hey,  you  always  learn  something.  However,  I’ve  done  so  many  oil 
spills  since  I’m  in  R6  I could  probably  do  them  in  my  sleep.  I have  a 15,000  ft  well  plugging 
in  the  LA  bayou  so  I was  hoping  they  might  cover  some  topics  but  guess  not.  Joann  told 
me  to  talk  with  Greg,  that’s  why  I was  asking. 
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